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Biographical Sermons 1—60; 2—53; 3—42; 
4—68; 5—42; 6—48; 7—46; 8—66; 9—61; 
11—46 

Birthday Book, Do You Keep........... 8— 67 

Black Gloves for Funerals.............. 1l— 48 

Book of a Thousand Authors, The...... 10— 17 

Bookcases, Build Your Own Sectional.... 3-- 22 

Boys’ Class Reads the Bible, This....... 9— 11 

Breaking the Church Ice.....c.ccccccces 6— 22 

Brunner and His Theology..........+..++. ll— 54 

Building Fund, “Baby Sitters’ Raise.. 9— 20 

Building for Worship........-+ssseeee 1— 8 


Burning of the Church Mortgage, Re- 
sponsive Reading for........+s+e+e++-l0— 96 
Cc 


Catholic Directory Reports Gains....... 11— 28 
Can You Imagine It? (Children’s Sermon) 1— 64 
Ceremony for the Presentation of Chris- 


tian and American Flags............. 10— 81 
Children’s Chapel, Aeccccsccccccccccses 7— 13 
Children’s Corner, The........ccseeeee ° -ll— 14 
Chrtetiam Patristiamh .ccciccccccccccsos 7— 66 
Christmas Art in Bibles............... - 3— 28 
Christmas Devotion, 2< ‘ae 0a anteden awe 2— 50 
Ciriptmas Pageant, Binecccccvcccccsscce 2— 15 
Christmas Service a Lights With Tab- 

RIE Hike VAR dpe dne Ree en cad eeceee’s 2— 24 
Christmas, The Unacceptable (Sermon).. 3— 20 
Christmas Window Silhouettes...... eoee 2— 20 
Church Blessing of a Civil Marriage..... 10— 89 
Church Building Trends..........+..- - 1l— 22 


Church Business Meeting Was Void. vee — 38 
Church Calendar and Service Guide.....10— 70 


Church Can Save the Home, The....... 3— 15 
Church Efficiency, Five Steps to ........ 
rere te 4—13; 5—15; 6—11; 7—11; 8— 20 


Church Envelope Could Speak, If Our... 5— 41 
Church Lawyer, The 1—48; 2—54; 3—40; 4—i7; 


5—66; 6—20; 7—68; 8—43 ; 9§—66 
Church and Radio, The........... 1—28; 2— 34 
Church Publicity, The Fine Art of.......ll— 9 
Church School Curriculum..............- 4— 12 
Church Utilizes Store Window........... 2— 12 
Churches, Folks Like to Give to..... eee 3— 30 
Churches Need Not Be Ugly, Small...... 7— 38 
Churches Will Build. .......ccsccccccces 3— 66 
Commencement Without an Address...... 6— 44 
Commissioning Service for Visitors in the 

Every Member Canvass........-+.0+ -.10— 94 


Common Man Rule the World, Let the... 7— 22 
Communion Card Builds Church Loyalty 3— 69 
Consecration of Church Pledges.........10— 90 


Control of the Breath...... esate aeey 2— 32 
Creating Effective Action..... POT eee -. — 15 
D 
Dates, Take Advantage of:..........2e0- 38— 48 
Dedication of a Church Fireplace....... 2— 18 
Dedication of Church Fireplace.......... 10—102 

Dedication of Church School Officers and 
SNE ac idivicsas tueeherasescctanes 10— &8 
Dedication of a Memorial Bible.......... 10— 98 
Dedication of a Memorial Plaque........ 10— 83 
Dedication of Organ and Deagan Tower 
ce RO ir es ee ee ee, 10— $9 
Dedication of a Permanent Honor Roll...10— 88 
Dedication of Summer Camp............ 10—100 
Discerning the Signs of the Times....... 9— 44 
Duplicator to Stimulate Interest, Using 
re are eee ee 1— 50 
E 
IN IN nc CA gee scd ews ncdsscasec 5— 20 


Evangelical Lutheran Church of the Good 
Sh@pherd, Queen’s Village, New York, 
ID on disin.b 0:6 Weed aivs.eceecee 6— 50 





RALLY DAY 


Take the Opportunity to Build 
Up Your Sunday Scheol and 
Church Activities After 
the Summer Lull 


Rally Day and Reopening Day In- 
vitation Post Cards— Rally Day 
Tags and Buttons — Promotion Cer- 
tificates — Enrollment Cards — At- 
tendance Cards — Record Books and 
Class Books — Absentee Post Cards 
— Birthday Folders and Postcards. 

Everything for the successful op- 
eration of your Sunday School and 
Church. 

CATALOG ON REQUEST 


ERNST KAUFMANN, Inc. 


7 Spruce Street 209 S. State Street 
New York 7, N. Y. Chicago 4, Illinois 











Church Publicity Handbooks 
By W. AUSTIN BRODIE 
Volume JI 


KEEPING YOUR CHURCH 
INFORMED 


All the pastor needs to know to simplify and 
improve the literature used in his church 
work. Invaluable at all times for its hints 
on letter writing, using the mails effectively, 
church publications, mediums of reproduction, 
types, duplication ideas, editing copy, mailing 
lists, personalized services, etc. 


Volume | 


Keeping Your Church in the News 
Third Edition—$1.50 
F.H. REVELL CO., 158 Fifth Ave., New York 10 


















WIZLSIE- 
Chait and Fillpt 


‘OWNS 


For Choir gowns and 
Pulpit Robes of course 
you'll want to see the 
Willsie Needlemaster. 
Hand tailored for long 
life and hard usage. 
Let us send you mate- 
rial samples and 
prices, 


PAUL A. WILLSIE CO. 
457 West Fort Street 
Detroit 26, Mich. 
9th and Douglas Sts. 
Omaha 8, Neb. 

















F FOLDING BANQUET TABLES 


DESIGNED AND MANUFACTURED 
EXCLUSIVELY BY 

THE MONROE COMPANY, INC. 

60 CHURCH ST: COLFAX; IOWA 
































Evangelical United Brethren Church, 








MEMORIAL 
PAINTINGS 











JOHN KROGMANN .- Artist 
has moved to 
616 Gostlin Street, Studio 7 





HAMMOND, INDIANA 
Next Door to Chicago 












ee ee 


Aa 


. © 
ee 











68 


CHANCEL ALTERATIONS 


Pews - Church Woodwork 


Ossit Church Furniture Co. 


Janesville, Wisconsin 


SINCE 1867 








BRONZE TABLETS 
ORNAMENTAL - META 
WO ( 


MEIERLOHAN - 
MFI 


Bronze and Wrought Iron 
Lighting Fixtures 
Bronze Honor Rolls 

Memorial Tablets, etc. 

Folders C and E will be sent upon request 

Meierjohan-Wengler 
METALCRAFTSMEN 
1100 W. Ninth St. Cincinnati 3, 0. 























HUGE 


on the International 
Uniform Lessons 


Union Lesson Helps offer sound, inspiring 
lesson expositions written by specialists 
for every 2ge group. Undenominational 
ond uncontroversial with room only for 
constructive truth. 


Write for free specimens 


AMERICAN SUNDAY-SCHOOL UNION 


1816 Chestnut St., Philadelphia, Pa. 
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Mzorciging the DGmOR—. .......scccesccese 3— 19 


Faith of Our Fathers, The (Sermon).... 1— 44 
Farewell Message From the Mortgage, A.10— 95 
Films, Some New Non-Theatrical....... 

ae i Oe fe 2—48; 3—69; 6—69; T— 69 
Financial Needs for a New Butlding.... 





First Pres. Church, Erie, Penna., Plans... 
Following Christ Over the Mount of Temp- 

DE 25s aebde davabeees cheat s<06dS00% 4— 38 
Following Christ to the Riverside........ 3—- 24 
SOUROER, TN owen assem saeve 8— 17 
From the Highways and the Byways..... 9— 28 
Funerals Not So Simple, Old Time...... 5— 52 
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G. I. Counseling 1—68; 2—44; 3—46; 4—72; 

6—63 ; 7—48; 8—68; 10—76; 11—50 
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German Church Grows Autocratic........ 2—-63 
German Church Protests Starvation...... 1l— 40 
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Great Sign for a Great Cause, A........ $-- 16 
Greatest Is Love, The (Sermon Outline). 3— 14 
Guest Knows God, Eddie............... 3-- 13 
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He Sings in Winter (Children’s Sermon)... 2— 26 
Heating Systems, Church...........se0. I— 15 
Heaven, It Is Easy to Go to............ 3— 65 
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Here Is a Real Opportunity............ 8— 15 
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Home Department, Reaching the Shut- 
SRD EE 4 0:6 6. 00.60.09 he 60s ae cs2c00 ll— 15 
Home Sweet Parsonage.............+... 5— 64 
Hope Rises From Despair...............-. 9— 56 
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se er ee 6— 13 
Hymn in the Upper Room, The.......... 5— 30 
Hymn Writers, The Queen of.......... 9— 24 
Hymns for an Ordination Service....... 3— 38 
Hymns Which followed the Wars of Na- 
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I 
If Necessary to Cash Your E Bonds.... 5— 18 
Illuminated Drawing Board, How to Use. 4— 46 
Illustration From a New Translation....1l1— 44 
4—70; 5—50; 7—62; 8—60; 9—64; 
11—62 
Illustrative Diamonds 1—65; 2—62; 3—5l1; 
Incomparable Christ, The............... 5— 38 
Infant Baptism Meaningful, Make....... 8— 62 
Insulation, The Purpose and Technique of 
CR Wk beWweWemivaeves ss ces bes se00= h— 
Pn Te scebacbiwdescnsa¥ei-o<es 7— 42 
fs Sk ae rrererreri sire 2— 8 
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Jesus by the Seaside, With............. 9— 63 
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Key to Music Publishers Omitted in July 

a wee a adhn sobs »'e See KK os a,0'be 1— 63 
Kirk in the Hills, Detrojt................ 11— 10 
Korea: Pawn of the Victors............ 4 52 
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eh. SOUS BORE 86.050 ccc cvscccsices 4— 17 
Letter-Writing Pastor, The............. 1— 58 
Light of the World, The................ 5— 34 
MN £ j  E  ee 6— 61 
Tight?, Why Don’t Churches Use More...11— 17 
Lincolns’ Washington Pastor, The....... 4— 16 
Litany to Dedicate a Window to Those 

Who Served in World War II........ 10— 99 
Litany for the Laying of a Cornerstone. .10— 79 
Little Palace Beautiful, The............ 7— 24 
Living Is Giving (Sermon).............. 2— 41 
Lowering of a Service Flag and Dedica- 

tion of a Memorial Plaque............ 10— 80 
Love That Holds, A (Youth Sermon).... 5— 48 
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Mary, Mother of WasHhington........... 4— 18 
Master Guide to Religious Films......... 1l1— 60 
Master Guide to Religious Films......... 11— 39 
Maundy Thursday Service, A........... 5— 37 
May I Introduce My Friend? (Sermon). 2— 19 
Meeting Notices in Verse.............. 6— 24 
Memorial Tree, The Dedication of a..... 5— 10 
Men With a Mission (Sermon).......... 3— 32 
Messiah Lutheran Church, Philadelphia, 

Pennsylvania, Proposed Plans......... 4— 19 
Methodist Church, Chagrin Falls, Ohio, 

NEE SENN. Ki ees sccsaetac tees 3— 44 
Methodist Church, Correytown, Tenn 

DD Sc ch dha dteakbaccetha ns déne Seber 7T— 38 
Miles, W. E.?, Do You Know........... 11— 12 
Mimeograph, Loyalty Campsign by...... 9— 14 
Minister, Impressions of a Traveling..... 9— 13 
Minister’s Income Tax, The............. 4— 51 
Minister’s Widow Carries On........... 3—« 53 
Minister’s Wife in Court, The........... 1— 40 
Minister’s Wife Needs a Hobby........ 2— 43 
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Minister’s Wife, Why I Like Being....11— 43 
Ministerial Oddities 1—6; 2—6; 3—6 ; 4—s 

5—6; 6—6; 7—6; 8—6; 9—6; 11—6 
Ministers’ Vacation Exchange PIT ee 

bot setensadenapae 6—47; 7—65; 8—64; 9— 69 
Miracle of the Spirituals, The.......... 7— 15 
Money?, How Does the Average Church 

i ee ee err ere 10— 6) 
Morning Light Is Breaking.............. 5— 36 
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Mothers, Honoring All.................. 7— 32 
Music for Choir and Organ——10—52, 53, 54, 56 

N 
OMNNOL DUGEU: dive cescgiesd cu codeeoes 10— 82 
New Cure of Souls.........-eesesesseees 7i— 9 
New England Yankee and the Unknown 

MPO PT ee TT Terry Er ee Ty ee ll— 20 
New Products for Churches 2—67 ; 4—78; 6—68; 

7—73; 9—68 —b3 
New Salem Meeting Pc ctbeietecaces 4— 15 
New Year Candlelighting Service, A..... 3— 17 

0 
One World—One Church................ 2— 13 
Oregon Promised Land, An............. 3— ll 
Out-of-Doors, Using the................ 2— 18 
P 
Parish File, An Effective................ ll— 18 
Parson Collects Seeds, This............. 9— 42 
Parsonage Walls, Back of.............. 9— 38 
Pastoral Calling, Effective.............. 8— 11 
Persistence of a Youthful Ideal, The.... 7— 34 
Philemon, The Modern Message of....... 8— 48 
Phillips Brooks Voice Lessons........... 4— 22 
Phonograph in Religious Education...... 10— 15 
Pilgrim Place, In the Sunshine of....... i— 9 
Please DOm"t Quote... cccccccseccscccces 6— 66 
ys a ee, re rrr eee 7— 18 
Power of Prayer, The (Sermon)......... 4— 26 
Prayer to Be Used by a Bride and Groom. 10 - 9) 
Preach for Man in the Back Pew....... — 38 
Preacher Has It Easy, The............. 8— 13 
Presbyterians Open Day Schools........ 5— 22 
Printed Programs as an Aid to Worship. .10— 66 
Productive Pastures 1—34; 2—28; 3—26 ; ~32 ; 

5—24; 6—26; 7—26; 8—30; 930; 11—30 
Projector to Work, Put OE cans 4en000s 10— 84 
Protestantism Faces the City........... 8— 26 
Protestants Want Beauty............... 4— 44 
Proud to Be a Christian............... 8— 9 
Pulpit Bible Readings for the Year..... 10— 78 
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R 
Raising Funds and Saving Money........ 3— 9 
Recommendations of Current Motion Pic- oy 

DEE cane bbcBervccteawerennedéiereeses 10— V9 
SS Se ere) 2—47; 4—59; 9— 3 
Rededication to Christian Ideals. 3— 10 
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Roman Evangelism .......ccccccsceesss 8— 34 
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St. Paul’s Church, Akron, Ohio, ee . 

PIRES cs whiecdaac odes ee bapeebse tase ss - 24 
Salvation Army, The.....c.cccccccecess 10 - 91 
Second Mile Projects...........+.+++++- + 
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To Whom It May Apply................ 8— 24 
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Trade NOES ..cccseccccccccecceccccess 8— 69 
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United Stewardship Council Figures. .19—21, 23 
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Ushers Are Important........-..eeseeee. 1l— 26 
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Vacant House, The (Sermon)............ 6— 40 
Vacation on a College Campus.......... 8— 51 
Vacation School, Pupils Use Skill in 
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Abbott, H. P.—The Nazi ‘88’ Made Be- 

lievers. (Otterbein Press)............ 2— 61 
Alexander, Walter R.—Holy Hours in 

the Holy Land. (Wm. B. Eerdsmans 
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VD Manual for Teachers. (Emerson 

DOGS ain s dak ees he Gads be eke as Cee 6— 60 
American Pulpit Series, The. (Abingdon- 

ae ey rrr Fe 3— 58 
Anderson, William K.—Christian World 

Mission, (Parthenon Press)......... 3— 62 
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Evangelism. (Judson Press)......... 5— 57 

B 
Bookish Brevities 1—39; 2—32; 3—30; 4—35; 

5—26; 6—30; 7—30; 8—33; 9—33; 11—34 
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Its Making and Meaning. (Abingdon- 

eo Me) er rn ae 1— 54 
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Ae, DE x. wal chabieces caedowesca 9— 55 
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Boehl, Edward—The Reformed Doctrine of 
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RENEE HOLS ks e-ntada wba ped Roew hese 3— 56 
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Bosley, Harold A.—On Final Ground. 
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Branch, W. G.—By Unknown Ways. (West- 

a eer wren 4— 65 
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Brown, William Adams—Toward a United 

Church. (Charles Scribner’s Sons).... 7— 58 
Buchheimer, L. B.—Emblems in the Gos- 

pel. (Ernst Kaufmann, Inc.)......... 6— 56 
Burnett, Adam W.—The Lord Reigneth. 

(Charles Scribners Sons).............. ll— 58 
Burrows, Millar—An Outline of Biblical 

Theology. (Westminster Press)....... 9— 51 
Brunini, John Gilland—Whereon to Stand. 

(Harper eo ae eee 5— 54 
Brunner, Emil—Revelation and Reason. 
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Clark, Henry W.—The Cross and the 
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Clarke, Maurice—Little Children’s Praises 
and Prayer and Praise for Juniors. 
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(Morehouse-Gorham Company) ....... i— 57 
Cohen, Mortimer J.—Pathways Through 
the Bible. (Jewish Publication So- 
Noted 5.0 Kui wt’ 6 wdc 6 Bin ele sb o6 48 dee 3— 59 
Coffin, Henry Sloane—The Public Worship 
of God. (Westminster Press)......... 7— 56 
Conrad, Paul H.—Partnership With Christ. 
SE SEED svc seb ees cdduwaneacace 9— 71 
Cushman, Ralph Spaulding—Hilltop Verses 
and Prayers. (Abingdon - Cokesbury 
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Democracy. (Philosophical Library).. 9— 50 
D 
Dakin, Arthur—Calvinism. (Westminster 
BE eee Sees ree) tae eee 1— 52 
Damrosch, Jr., Frank—The Faith of the 
Episcopal Church. (Morehouse-Gorham 
a ry Pe re 3— 54 
de Pury, Roland—Journal From My Cell. 
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de Salignac de La Mothe Fenelon, Fran- 
cois—Christian Perfection. (Harper & 
ps RP? Pr ere ere re cee — 54 
Deter, Arthur B.—Forty Years in the 
Land of Tomorrow. (Broadman Press) 8— 59 
Dodd, C. H.—The Bible Today. (The 
Macmillan Company) .........-.e-ee:- 11— 59 
Dolloff, Eugene Dinsmore—Crowded 
Churches Through Modern Methods. . 
(Fleming H. Revell Company)......... 5— 57 
Douglass, Earl L.—The Snowden-Douglass 
Sunday School Lessons, 1947. (Mac- 
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E 
Eagleson, H. M.—Laughing Into Glory. 
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Ehrensperger, Harold—Conscience on Stage. 
(Abingdon-Cokesbury Press) ......... 7— 58 
English, E. Schuyler—Studies in the Gos- 
pel According to Mark. (Our Hope 
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Fallaw, Wesner—The Modern Parent and 
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Faus, W. Arthur—The Genius of the Pro- 
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(Philosophical Library) .............. 8— 54 
Ferre, - Nels S.—Faith and Reason. 
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Floyd, Arva €.—White Man, Yellow Man. 
(Abingdon-Cokesbury Press) ......... 9— 50 
Foote, Henry Wilder—Thomas Jefferson. 
fA errr rT Tree 9— 71 
Foreman, Dennis W.—They That Take 
the Sword. (Hobson Book Press)..... 1— 54 
Forrest, A. Leland—Fersonal Evangelism 
in Your Church. (Warner Press)..... 5— 58 
Fosdick, Harry Emerson—On Being Fit 
to Live With. (Harper & Brothers). 4— 62 
Fostér, Dorothy Fay, editor—Life of Es- 
ther Visualized. (Standard Publishing 
GEE cata deaee tNiG ace kamoaee aes 7— 56 
Fowle, James L.—Planned Services for 
Church Groups. (John Knox Press)... 2— 60 
Franks, Vincent C.—Top of the Mount. 
(Morehouse-Gorham Company) ....... 6— 54 
G 
Gallagher, Buell—Color and Conscience. 
ON OS OO) rrr Pree 5— 59 
Gifford, William Alva—The Story of the 
Faith. (Macmillan Company) ........ 2— 56 
Gift Booklets. (Standard Publishing 
IN ice uiaeng nubs 00 ca nwrtes acaues 8— 59 
Glasser, Arthur F.—And Some Believed. 
SR CIEE. obs ino 0.06 See OW 0.d.0 6 eleee 1— 55 
Going to Church With Betty and Bob. 
(Standard Publishing Company)....... 6— 59 
Goodspeed, Edgar J.— How to Read the 
Bible. (John C. Winston Comnany)... 4— 60 
Gordon, Ernest—A Book of Protestant 
Bete. (Gedy PYGGR) «co.cc cccsccccs 6— 60 
Greever, Walton Harlowe—The Minister 
and the Ministry. (United Lutheran 
BR SAS? ae ea eee 4— 60 
H 
Hallock, G. B. F., and M. K. W. Heicher, 
compilers—Doran’s Ministers Manual. 
Go ee |) eee 6— 56 
Halsey, Margaret—Color Blind. (Simon 
ig ee err reer 5— 59 
Harkness, Georgia — Understanding the 
Christian Faith. (Abinedon-Cokesbury 
Ni os es be whens 6 ee 6 es 8— 54 
Harmon, Nolan B.—The Famous Case of 
Myra Clark Gaines. (Louisiana State 
SIE OND accuse Jc cs 0toadssee ce 3— 62 
Harper, Ralph M.—G-Suiting the Body.. 9— 54 
Harral, Stewart — Successful Letters for 
Churches. (Abingdon-Cokesbury Press) 8— 58 


69 





Pews 
Altars 
Fonw 
Pulpit Sets 
Chancel Sets 
Chairs 
Crosses 
Candlesticks 
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Everything in wood for 


the beautification of 
the Church Interior 


MANITOWOC 
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FURNITURE 
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MEMORIAL and GIFT PLATES 


For Marking Furniture, Windows, Rooms, 
Fixtures, Pictures, etc. 

Engraved on brass or bronze and solid cast 
bronze raised letters 








Fully illustrated descriptive price list 
“Folder B45(2)” on request 


W. L. CLARK CO., Inc. 


-Established 1914 
New York 13 


Manufacturers 
60 Lafayette Street 














Absenteeism... Membership 


Reduce the one . Increase the other 


Che Nelson Attendance Plan 


Is doing this for Churches everywhere. 


Send Card for Samples, Details, PROOF. 
No Obligation Whatever. 


Church Attendance, Inc. 


924 Dime Bank Bldg. Detroit, Michigan 


==(G00D BOOKS!=== 


if you find a single OBNOXIOUS line In any 
book purchased from us, return the book at once 
and we will refund DOUBLE THE AMOUNT 
you paid for it! Send tities of books wanted— 
new or old—or write today for FREE catalog 
listing hundreds of GOOD BOOKS. 


‘THE GOOD BOOK SERVICE 
3700 Woodridge Rd., Cleveland Heights, Ohio 
We Do Not Sell “Obnoxious” Books! 





























lack Gabardine Raincoats—$6.50 | 
Postpaid 
S. Navy issue. Brand new cotton gabar- 
dine. bee lined. Single-breasted. Precision 
tailoring. Can double for topcoat. Sizes 34-44. | 
Satisfaction Guaranteed 
NEW YORK CLOTHING CO. 

Dept. CM, 2079 Second Ave., N. Y. 29, N. Y. 
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~ GOING TO BUILD? 
If your church plans to build be sure to get 
our October Church Building issue. There 
should be several copies available for mem- 
bers of your building committee. 

CHURCH MANAGEMENT 
1900 Euclid Avenue Cleveland 15, Ohio 











NO LIQUOR SERVED | 
AT THESE HOTELS / 


There are members in your church 
who will wish to patronize “Dry Ho- 
tels.” We suggest that you pass this 
list on to them either by publishing it in 
your church calendar or by clipping it 
from the magazine and posting it on the 
church bulletin board. 


PHILADELPHIA 


ROBERT MORRIS—Arch and 17th Street. 208 
rooms—$2.50 up. In the heart of Philadeiphia 
Running ice water, private baths in all rooms 
Genes and aan rooms. Louis HE. Pike, 

Mgr. 











PRINTING: Reduced cost of your 
printing through photographic re- 
production. Get our prices on book- 
lets, tracts, bulletins, etc. 


THE PINAIRE PRESS 
1710 West Market Street, Louisville, Kentucky 














en ee) omen Ome 


CTOMANES 


Pee NT HE BEST OF THEIR KIND 


WORKMANSHIP 
AND 
4 PERFECT FIT 


& SIMON Nc 
7 W-36 SE NEW YORK If N 








EVERY 


FILMSLIDES to: er 


@ Special Programs—Easter—Christmas 
@ Illustrated Hymns—Mission Stories 
@ Evangelistic Sermons—Bible Studies 
@ Life of Christ From Great Paintings 
@ Alcohol and Tobacco Education 
Write for Free Catalog Today 


BOND SLIDE CO., Inc. 
68 West Washington St, Dept. CM, Chicago 2 
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THOUSANDS IN USE 


Church Ushers’ Manual 


A Handbook Prepared From Practical 
Experience by Willis 0. Garrett 
Prof. Charles R. Erdman of Princeton says: 
“Wise, practical, important. All concerned 
in making the church activities more efficient 
should have it.’ 75¢ At All Bookstores 
F.H. REVELL CO., 158 Fifth Ave., New York 19 
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Author, Title and Publisher 
Hazelton, Roger—The God We Worship. 


No.—Page 


(Macmillan GS Sc endceew scene 7— 56 


Heard, Gerald—The Eternal Gospel. (Har- 





Dae : Gp CNN 9 0 dirs 50444604000 o6s a0 3— 56 
Hedley, George—The Christian Heritage 
in America. (Macmillan Company)... 4— 64 
Herman, Stewart W.—The Rebirth of the 
German Church. (Harper & Brothers) 3— 57 
Herzel, Catherine and Frank—To Thee We 
Sing. (Muhlenberg Press)............. 3— 60 
Holmes, John Haynes—The Affirmation of 
Immortality. (Macmillan Company).. 7— 57 
Hyatt, J. Philip—Prophetic Religion. (Ab- 
ingdon-Cokesbury Press) ............. 9— 52 
4 
Jones, Clarence W.—Radio the New Mis- 
sionary. (Moody Press)........ce.ee- 1— 56 
Jones, Edgar Dewitt—The Coming of the 
Perfect. (Bethany Press)............ 2— 58 
Jones, Rufus M.—The Luminous Trail. 
(Macmillan Company) ............... 8— 54 
Jones, Rufus, and others—Together, a 
Symposium. (Abingdon-Cokesbury 
PGND. Vac cov eben sccatideandobasiwesc 3— 58 
Jordan, G. Ray—The Emerging Revival. 
(Abingdon-Cokesbury Press) ......... 4— 64 
K 
Kaub, Verne Paul —Collectivism Chal- 
lenges Christianity. (Light and Life 
RN ae ey ee 3— 61 
Kennedy, Gerald— His Word Through 
Preaching. (Harper & Brothers)..... 1l— 56 
King, William Peter—The Search for 
Happiness. (Abingdon-Cokesbury Press) 4— 65 
Kirkland, Winifred—Discovering the Boy 
of Nazareth. (Macmillan Company).. 2— 61 
Kitching, Howard—Sex Problems of the 
Returned Veteran. (Emerson Books).. 1— 57 
Knox, Ronald—The New Testament. (Sheed 
lS SUE.» se ehdeud 4b omace bs s.00 6 smelen 6— 59 
Kunkel, Fritz—Creation Continues. (Charles 
gg EO ES Pr eer 6— 58 
Knutson, Joseph L.—With Hands Uplifted. 
(Augsburg Publishing House)......... 1l— 56 
Kuist, Howard Tillman— These Words 
Upon Thy Heart. (John Knox Press)..11— 60 
L 
Langton, H. M.—A Tale of Two Coun- 
tries. (Stratford House).............. 5— 60 
Lankler, Ralph Conover—Stories to Tell 
Children. (Fleming H. Revell Co.)..11— 59 
Laubach, Frank C.—Prayer. (Fleming 
ce, CNN 6a bns cn aub ew aces: 5— 54 
Leiffer, Murray H.—The Layman Looks 
at the Minister. (Abingdon-Cokesbury 
eT Sr ner ers rt eee 7— 58 
Lichliter, James M.—Whose Leaf Shall 
Not Wither. (Abingdon - Cokesbury 
ED. 9:0 a6.0k) Gn Weeds ub 6.8 046 60.00 606 3— 58 
Link, Henry C.—The Rediscovery of Mor- 
als. (E. P. Dutton & Co.)........... 6— 59 
Linthicum, Blanche—Junior Sunday 
School Work. (Sunday School Board 
of the Southern Baptist Convention).. 6— 59 
Lowrie, Walter, editor—Religion of a 
Scientist. (Pantheon Books, Inc.).... 1— 52 
M 
Manning, William T.—Be Strong in the 
Lord. (Morehouse-Gorham) .......... l1— 56 
McIntire, Carl—Author of Liberty. (Chris- 
Ce. DOUG FUR sic iccvatecicccccs 2— 58 
McKeehan, Hobart D.—Life’s Golden Hours. 
(Fleming H. Revell Company)......... 6— 54 
Macartney, Clarence E.—Preaching With- 
out Notes. (Abingdon-Cokesbury Press). 4— 60 
Macgregor, W. M.—The Making of a 
Preacher. (Westminster Press)....... 4— 60 
Manson, William—Jesus the Messiah. 
POPEOET EONS) vp sdccccvtetiodccs 1— 54 
Michelfelder, S. C. Think- 
ing. a | RP ae 7— 60 
Miller, Carl Wallace—A Scientist’s Ap- 
proach to Religion. (Macmillan Com- 
DUNE. ets ctv ah denote hitb Oe wieniae 6 eak So 8— 54 
Miller, John Homer—Take a Look at 
Yourself. (Abingdon-Cokesbury Press) 2— 60 
Minear, Paul S.—Eyes of Faith. (West- 
NEE | NED |. Ghd be nga wadaw vas 60.000 2— 56 
Mission Rescue. (Standard Press)...... 3— 63 
Moehlman, Conrad H.—The Church as 
Educator. (Hinds, Hayden and Eld- 
0 a ee ee ee 8— 55 
Morgan, G. Campbell— The Corinthian 
Letters of Paul. (Fleming H. Revell). 3— 59 
N 
Nelson, John Oliver—We Have This Min- 
istry. (Association Press) ....+.sccce I— 55 
New Testament Heroes. (Standard Press). 3— 63 
Niebuhr, Reinhold—Discerning the Signs 
of the Times. (Charles Scribner’s Sons) 1— 56 
Niedermeyer, Mabel A.—This Is God’s 
World. (Bethany Press).............. 6— 59 
Niemoeller, Martin— Dachau Sermons 
Se ee) re ee ee 6— 54 


Northrop, F. 8. 
and West. 


C.—The Meeting of East 


(Macmillan Company).... 9— 5 


Author, Title and Publisher 


Nygaard, Norman E.—America Prays. 


oe a ie 8 Sr a mee 7 


Nygaard, Norman E.—Deep Forest. (Rey- 
ge ee eee ree 


Harold John—Our Evangelical 
(Zondervan Publishing House) . 


P 


Page, Kirby—The Light Is Still Shining 
in the Darkness. (Kirby Page)...... 
Park, William E.—The Quest for Inner 
Peace. 
Phillips, Harold Cooke—In the Light of 
the Cross. (Abingdon-Cokesbury Press) 
Pleune, Peter H.—The Whereabouts of 
God. 
Pierce, Earl V.—The Supreme Beatitude. 
(Fleming H. Revell Company)........ 
Poteat, Edwin McNeill—Last Reprieve? 


Ockenga, 
Faith. 


(Harper &- Brothers) .........0+..e00. 4 


Powell, Sidney W.—Life’s High Hurdles. 
(Abingdon-Cokesbury Press) 
Prochnow, Herbert V.—Meditations on the 
Ten Commandments. (W. A. Wilde 
ey eee er ee eee 


Michael—The Resurrection 
of Christ. (Westminster Press)...... 
Reid, James—Where the New World Be- 
gins. (Abingdon-Cokesbury Press)... 
Return to Japan, The. (Friendship Press) 
Roach, Corwin (@.—Preaching Values in 
the Bible. 
Robinson, William—The Devil and God. 
(Abingdon-Cokesbury Press) 
Rowley, H. H.—The Rediscovery of the 
Old Testament, 
Runes, Dagobert D.—Bible for the Lib- 
eral. (Philosophical Press)........... 


Ss 
Scarlett, William—Toward a Better World. 


Ramsay, A. 


(John C. Winston Company).......... 9 


Schloerb, Rolland W.—The Preaching 
Ministry Today. (Harper & Brothers). 
Schultz, Selina Gerhard—Caspar Schwenck- 
feld von Ossig. (Board of Publication 
of the Schwenkfelder Church)....... 
Schuyler-English, E.—The Life and Let- 
ters of Saint Peter. (Our Hope Press) 
Scott, Ernest F.—Man and Society in the 
New Testament. (Charles Scribner's 
Sons) 
Sessler, Jacob J.—More Junior Object ee 
mons. (Fleming H. Revell Company) . 
Shannon, Frederick F.—The Christ . 
God. (Fleming H. Revell Company). 
Silliman, Leland—The Scrapper at Camp 
Blazing Rock. 
PANY) wccneescccccccssceersesssoceses 
Smith, Wilbur M.—Peloubet’s Selected 
Notes, 1947. (W. A. Wilde Company). 
Snaith, Norman H.—-The Distinctive Ideas 
of the Old Testament. 
Press) 
Soper, Edmund D.—Racism. 
Cokesbury Press) 
Stewart, James 8S. — Heralds 
(Charles Scribner’s Sons)......++++-- 
Stidger, William L.—-Sermon Nuggets. 
(Abingdon- -Cokesbury Press) 
Story” of Jesus, The. (Morehouse-Gor- 
ham Company) 
Strang, Ruth—An Introduction to Child 
Study. (Macmillan Company)......-- 
Sweet, William Warren—Religion on the 
American Frontier, Vol. IV. (Univer- 
sity of Chicago Press).....---+-+++++- 


T 


Tarbell, Martha—Tarbell’s Teachers’ Guide, 
1947. (Fleming H. Revell Company). . 
Thompson, Ernest Trice—The Sermon on 
the Mount. (John Knox Press).....-. 
Thorbecke, Ellen—Promised Land. (Har- 


(Macmillan Company)........ 8 


(Abingdon-Cokesbury Press).... 4 


(Cioteter. Press)... 2seic... 2 


(Westminster Press).. 5- 
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No.—Page 


60 


(John C. Winston Com- — 


(Westminster — 
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per & Brothers).......--+eeeeeeeeeees 8g 


Tigner, 
Pattern. (Macmillan Company)...... 
Trimble, Henry Burton—The Christian 
Motive and Method in Stewardship. 
(Abingdon-Cokesbury Press) 
Turnbull, A Minister’s Obsta- 


Ralph G.— 
cles. (Fleming H. 


Revell Company)... 


Vv 
P.—My Sermon Notes on 


Van Wyk, W. 
(Baker Book House).. 


John’s Gospel. 


Verkuyl, Gerrit—Berkeley Version of the 
New Testament. (James J. Gillick & 
COUNDRRT) | ink obson 4 tiwacaw eros oeases 

Vieth, Paul H.—The Church and Chris- 


tian Education. (Bethany Press)...... 
Vonderlehr, R. A., and J. R. Heller, Jr.— 
The Control of ‘Vehereal Disease. (Rey- 
nal & Hitchcock) ; 


Hugh Stevenson—The aan 
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Author, Title and Publisher No.—Page 
Ww 
Walker, Catherine B.—Bible Workbook 
and Study Guide, Vols. I and II. (Bible 
Workbook Distributors) .............. 3— 60 
Warner, Thomas H., editor—The Pulpit 
Manual and Minister’s Guidebook, (The 


Pulpit Press) ..cccccvwcccsscccsccvens 6— 56 
We Beheld His Glory. (Augsburg Pub- 
lishing TOURS) 000s c20dscccrcevicesssccis 4— 62 


Webber, A. Bernard—Choice Illustrations 

and Quotable Poems. (Zondervan Pub- 

lishing TROGOO) oc san on 0 06 seduces 3— 58 
Weist, Carl S.—More Sermon Trails for 

Boys and Girls. (Harper & Brothers) .11— 59 
Westphal, Arnold Carl—Simple Surprise 

Object Lessons. (Zondervan Publishing 


COMMER E ia CANS ivos%s wns 65} 5040 oan st 1l— 59 
White, W. R.—Broadman Comments, 1947. 

(Broadmam Pees) .cccccccvccccccres 7— 56 
Wood, J. A.—Perfect Love. (Beacon Hill 

Pratl): <aeksw wes dawn de d4340 SVs dee eae 2— 56 
Wrong, Margaret—For a Literate West 

Africa. (Friendship Press).:......... 1— 56 

Zz 


Zwemer, Samuel M.—The Glory of the 
Empty Tomb. (Fleming H. Revell Com- 
pany) TERETE RELEEE LTTE EEE 7— 5 
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Title No. —Page 
A 
Aer. NS | a6 33s Stas 6s deans Fe On aess 6— 30 
AOOIONT- Gar Es Seas tao s taenen-sctaus 1— 37 
At TAGE wesc tsissen Pott ko i <u ee aes 64% 1l— 32 
AAOGRIC SER ike oS whe OS Koseeeunadenene 3— 10 
MUA ok ee eat th Da se Des eAwes Oo ao Ks 1— 36 
B 
Bote GO DGGE son Ginersc acs eae shcetiseve 3— 27 
DiRT ao os sini 6 a pik-clase'e VaWRN 84 Bae 9— 31 
Breastplate of Saint Patrick............ 5— 62 
: Cc 
CONIRE: Cis ooo is Wie bear aw ed oe kd 3— 26 
Chrint Daas ve vk thn 0s 5,05 beers cea 1— 37 
CONGIII id o Wado sess 6 4ON CHASES RO 11— 32 
Creme BOE: cesar é cu eaaaedess ow sien 3— 27 
D 
a Oe eee ee er ro eee 9— 31 
OVO nade s acho h es cletaAcbainpshabaces 7— 74 
DOGG; SOP wails. e006 Se easier bean s.6 ds trees 5— 25 
E 
ee ee rete eee ee eae 3— 27 
F 
Faith’s Brotherbeed. oodsccscccccccsves 5— 22 
i Oe ee erier nh reer re 7— 74 
i EE ere ree eee 5— 26 
ee Nee eee rer 8— 32 
NR Oe ee re 9— 32 
G 
COGS RR eae hace 0 4 0's. 25de he 4Gm aaa 7— 74 
GOMGG: TIP vi 6.00% 0 dau cv es BS Scere Swe 6— 29 
COAG: See «$b an s 4c cbhe 0 0p IS de dn cs 4— 32 
GOOG Bee? wads wes 4 Vande OV deere t Oa'e0 ee 6— 28 
CLOWN, TAU oda 6 o6.20 6.6006 exGebeacder 3— 26 
H 
Hoart Tia. Tey: TRWOU os 65655 vc ccs cca 2— 28 
J Se ae or err ere ee 5— 26 
He OE in ss haan sen che 6a ree or eeee Cee 6— 30 
BS Wh adi ach GaishOx ahd dn oarawas 8— 32 
Oe ee er eee 7— 28 
Hymn for World Communion Sunday..... 1i— 49 
1 
Gia, TR inn s'ns sa estevits ees Ce ew ace 9— 30 
MARGO OE Cs divs dae s (ace 62s ben PTes008 4— 34 
Bat. ee os 5's ores Ve Ress wowace 8— 31 
a ents i Serer rae 5— 26 
INCOIAII Soin a's dosacisab he cade tecee Pes 5— 25 
J 
Jesus, “The eae O08 si... oe obics deeb aaesis 9— 32 
L 
Lastintt, BN i. k5 oc sas os écakand ees h be 8— 31 
Lente: NN 2s Mb ews a eawaed oe ona 5— 25 
LOtOtS cst kas chases ded we i pheeaud cram 11— 30 
LOVG'S TOMO: 6 sok de enscsacodeunr 3— 26 
Oe | eer rrr eee ee 4— 32 
Loved: GRR AWAY  o.5.0.0:0 vs viceciseneeceeies 2— 30 
LOVOTE: AE, sib ods 6 095 S0leaen ha 400 ee 6— 30 
M 
MACOS Be te ca cake van ate cinta 3— 26 
MANO, SI A oy on aecadins ces sam 5— 26 
ee |) ee ere re er re 7— 29 
MUN eS a wd 4,0 kad Oo sae we cow als oafer 7— 28 
RONAN NUS 55s coe Faw. B85 Ain Fav 5— 26 
Minigtey 168 DOR. ascvaccdiessscs'css sec 11— 31 
Se ene ne arr ee re 7— 29 
Mother’s Mystic Memories............++. 8— 32 
Music GR Mane, TOE. s odccacs ss oaas' oa¥la60 4— 34 
et PE Oa errr, Pre re 1— 36 
BY CO oo cada nccdes cesn erase eso 8— 32 
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I RNID 2 ig ak ee 40: us o0 Wid whee ace 6--— 30 
TT I © es ibs 8 g's Ann BAe ee 3—- 26 
NS a ee ee ey Pee 4-- 34 
NES Ck pis ash 50s'o 6 woe es cake sees aats 7— 28 
is A! RUE OE o's 0k 59 a0 400 00 Ode j-— 32 
RENN nin c0e ices ve bad ERE 11— 30 
SU INS, 65 5,0,0:inie od 00.8 0K es Ors 1— 37 
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Prayer of a Certain Believer, The...... 5— 10 
Prayer for -Good, Friday. .cccccscivescoes 6-— 28 
Preachers and Preachers............... 3--— 12 
SO ee ee eee Othe ec ee ee 9— $ 
a Re ee reek Cre ree Cry rere 9— 31 
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pO ee ee ee ee 9— 64 
Beginning the Sermons................. 4— 24 
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Cc 
eM | ee ee ee 7— 62 
Christ Waits Our Response.............. 3-— 47 
COMER, SPUORUION, sinc ccccdvnesccccuss 3— 29 
Christian Worship, No Substitute for... 9— 60 
Ee eae 2— 40 
Church Provides Security............... 1— 65 
Or Seer es Trere 4-— 3 
“Come Away! Come In! Come By!’”... 9— 64 
Coming Forward in Difficult Times...... 9— 65 
ea ay Sa ae 2— 31 
Consider and Bow the Head............. 11— 63 
Contagion of Great Living, The......... 4— 75 
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Decline of Worship, The. .......cccccccs 3— 51 
Rae bra) as. a B.e do dinlsla o's amhie we 5— 69 
a eee ree 2-- 32 
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0 Ee ee 8-- 31 
Dogwood and the Cross, The............ 5-— 26 


1000 Rooms — 1000 Baths 


New York’s 
Friendliest 
Hotel 





WHERE YOUR COMFORT 
| COMES FIRST 


Here at the Prince George guests enjoy 
the homey luxury and genuine comforts 
seldom found in other New York hotels. 
You have your choice of 1,000 spacious, 
tastefully furnished rooms, all with bath. 
Five famous restaurants and a cafe- 
teria. Quiet, yet within 3 minutes of the 
shopping district. Low rates make the 
Prince George New York’s most outstand- 
ing hotel value. Write for booklet C. M. 


Single room with bath from $3.00 
Double “ “ “sé “ $5.00 


Prince George 
Hotel NSN 


Charles F. Rogers, Jr. ~ Munager 


GOWNS. 


FOR CHOIR AND PULPIT 


Select Moore Gowns for an in- 
spiringly beautiful appear- 
ance for years tocome. Styles 
for adult, intermediate and 

} junior choirs in many beauti- 

ful materials. Write for FREB 

Choir Apparel Style Book C12, 

Pulpit Apparel Style Book 

CP62. Ask for Budget Pay- 

ment Plan. 

CONFIRMATION GOWNS-RENTAL OR SALE 


E-Re-MOORE CO. 


932 Dakin St. 425 Fifth Ave. 
Chicago 13.1. New York 16.N.Y. 
































Electric Lighted 
CHURCH BULLETINS 


HONGR ROLLS 


Send for FREE Cata- 
log containing illustra- 
tions and prices of the 
various types of bulle- 
tins made by us. A post 
card will do! Please 
mention name of your 
church. 


| THE ASHTABULA SIGN CO. 


| Department C Ashtabula, Ohle 
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FOLDING CHAIRS 


J. P. REDINGTON & CO. 
SCRANTON 2, PENNA. 












Pulpit GOWNS 


Fine materials, beautiful work, 
pleasingly low prices. 

and samples on request. 
your needs and name of church. 


DeMoulin Bros. & Co. 
1161 South 4th St., Greenville, III. 




















Thomas Curtis Clark, Editor 
For Better Teaching, Deeper Study, 
The leading Lesson Quar- 
terly of young people and adults. 
on International Uniform Lessons. 
Write today. 


THE 20!" CENTURY QUARTERLY 


407 S. Dearborn St., Dept. CM, Chicago, 


Firmer Faith. 


Sample copy Free. 


Ope ceNTuRY quant 




















For every Sunday 


for details. 
CHURCH WORLD PRESS, |! 
616 E. St. Clair Ave. 





APPROPRIATE FOLDERS... 

in the year 
The EVERY SUNDAY BULLETIN SERVICE 
will furnish your church with attractive, col- 
ored felders at low cost. Available with or 
without special message on back page. Write 


Cleveland “4, Ohie 











A fe Jesson 


O rocy 


@ insist_o on the ORIGINAL. “Forty- 

F Years’ Supremacy. Never 
equalled. Condensed Thought. Di- 
gest and Text of Lesson. Full Expo- 
sition. Other features. 
Flexible Binding 
FLEMING H. REVELL CO.. 


50c Postpaid 
158 Fifth 











Try 


new books. 


hand books. Write today. 


BLESSING BOOK STORES, INC. 
Oept. C.M., 63 E. Adams Street, Chicago 3, 


If it’s a Religious Book 
BLESSINGS 


Send for our Free Catalogue of old and 
Let your dollar buy double 
in standard and current religious writings, 
biographies, reference and scholars’ works, 
etc. We buy libraries and useful second- 
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PIPE ORGAN DIRECTORY 


CONNECTICUT 





4 





PIPE ORGANS 


AUSTIN ORGANS, Inc. 
Hartford, Conn. 


Inquiries Welcomed 


tint a = 








ILLINOIS 





Pipe organ perfection... 
is available for your church 


whether the organ budget be 
modest or extravagant. 








U 


NEW JERSEY 





Organ Maintenance 


Rebuilding @ Repairs 
Additions @ Tuning 
Organ Chimes 
Amplified Tower Chimes 
Yearly Maintenance Contracts 
Courteous and Dependable 
Pipe Organ Service 
by Factory-Trained Experts 


CHESTER A. RAYMOND 


Organ Builder 
44 SPRING ST. PRINCETON, N. J. 
Phone 935 


Member Associated Organ Builders of America 








OHIO 





HILLGREEN, LANE & CO. 
Alliance, Ohio 
a 
CHURCH ORGANS 
Established in 1898 











j 4! Established 1873 


Pee il SCHANTZ 


m Organ Company 
tin IS] ORRVILLE, OHIO 


—- Member Associated Organbwilders of America 











PENNSYLVANIA 








NEW YORK 





Cannarsa ORGAN COMPANY 


Established 1928 
Organ Architects and Builders 


RECONSTRUCTION A SPECIALTY 
ADDITIONS — MAINTENANCE 
Hollidaysburg, Pennsylvania 








PIPE ORGANS 


The MARR & COLLINS CoO., Ine. 
ORGAN BUILDERS 
Westons Mills, New York 


Beauty of Tone Matched by 
Excellence of Construction 




















This Directory is being set up to 
serve our readers. Look here for 
good pipe organ makers located con- 
veniently near you. 











SCHULTZ & PHELPS 


PIPE ORGAN BUILDERS 


Modernizing any old style pipe organ our 
specialty. Enlarging, repairing, tuning and 
voicing. 

Voicing done by Floyd M. Phelps of twenty 
years’ experience including several years on 
the world’s largest organ where originality 
and uniqueness was paramount. 


A visit to one of our modernized organs so- 

licited. Only best of workmanship produced. 

Backed by forty-seven years’ experience. 
ROBERT R. SCHULTZ 


Bangor, Pennsylvania Phone 404 
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HAVE YOU LOWERED 
YOUR SERVICE FLAG? 


We have prepared a_ splendid litany for 
this service together with a Service Star 
Wallet in which the stars removed from 
the flag may be presented to ‘the individual 
men. 

A copy of the litany, together with a sam- 
ple wallet, will be sent upon request accom- 
panied with remittance of 15 cents. 

Quantity prices of wallets, 10 cents 
each. Specify the number desired for 
gold and number for blue stars. 


Replacement stars javailable at 10 
cents each; twenty-five or more at 


7% cents. 
Church Management, Inc. 
1900 Euclid Avenue Cleveland 15, Ohio 











VESTMENTS 


FOR THE CLERGY & CHOIR 


Pulpit Robes, Altar Hangings. 
Linens, Fringes, Brocades 


Sold by the Yard 
Send for samples & catalog 
J. THEODORE CUTHBERTSON 
211 South {7th Street, Philadelphia 3, Penn. 

















MENEELY 
BELL CO. 


22 RIVER ST., 
TROY, N.Y. 


BELLS 








